ATTENDANCE 


GULFSTREAM AND HIALEAH 
1981 through 1984 



Gulf stream 

Hialeah 

1981 

94^ 

588,149 

1982 


614,090 

1983 

(^696,53.1 . 

448,286 

i 

1984 

(^76CL26 8 : 

564,747 



Source: https://www.industrydocuments.ucsf.edu/docs/nkbn0004 
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